mers, 
_ and 
n in 
Proj- 
ifica- 


McCRAW-HILL PUBLISHING COMPANY, 


EDWARD J. DOYLE 


President Commonwealth Edison, who will welcome to Chicago 


next week delegates to the fifth annual E.E.I. convention 




















1500-KVA SUBSTATION 


CONVENTIONAL FACTORY-BUILT 
100% Ground Area 50% or Less 
Restricted Location Unrestricted 
Unprotected Construction Metal-clad 
In Parts Movability As a Unit 


PROGRESS THAT MAKES YOUR JOB EASIER 


T has always been a difficult and expensive un- 

dertaking to build a substation near a load 
center, especially if it had to conform to the archi- 
tecture of residential or suburban areas. In 1930 
the factory-built unit substation was made avail- 
able. It helped to avoid many objections as to 
appearance; it cut the needed ground area in half 
and made possible a quick, easy, low-over-all-cost 


solution of the whole problem. 


Today, fifteen ditterent power companies have 
overcome many difficulties by using the General 


Electric factory-built unit substation. It has made 


GENERAL @ ELECTRIC 


their jobs easier. In the same way, the engineering 
development that has been going on through the 
depression years in General Electric turbine-gen- 
erators, transformers, cable, switchgear, regulators, 
and meters has made your job easier by giving you 
new means of decreasing operating and installation 


costs, and of improving electric service. 


By your purchases of General Electric equipment, 
you have encouraged this progress and made !t 
possible. This is a sure way to further progress 


tor the industry—and for your company. 
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Utility Leaders Gather at Chicago 
Next Week for Annual E.E.I. Meet 


Interesting program arranged with outstanding authorities discussing 
major industry problems — Doyle heads reception committee for 
convention at Palmer House — Kellogg slated for re-election 


Leaders of the electric industry 
from all sections of the country will 
gather at Chicago early next week for 
the fifth annual convention of the Edi- 
son Electric Institute. The four-day 
session is expected to be one of the 
most important in years due to gravity 
of the problems which still beset the 
industry. 

An interesting program has been 
arranged with outstanding leaders dis- 
cussing methods which may prove to 
be the answer to perplexing problems. 
System planning, load building, appli- 
ance servicing costs, prevention of ac- 
cidents, merchandising, rural electrifi- 
cation and subsidized government 
competition through the vast cobweb 
of federal hydro projects will be dis 
cussed by authorities. 


Kellogg slated president 


The conventioa will mark the com- 
pletion of a successful administration 
under President Charles W. Kellogg. 
chairman of Engineers Public Service. 
Indications are that Mr. Kellogg will 
be re-elected to head the institute for 
another term. 

Edward J. Doyle, president Com: 
monwealth Edison Company, heads 
the Chicago reception committee. 
Elaborate plans have been made for 
the comfort and enjoyment of the 
Visiting delegates. Headquarters for 
all convention activities and business 


sessions will be at the historic Palmer 
House. 

Unusual interest is being shown in 
the meeting this year by the electrical 
industry. General business has been 
experiencing greater activity in all 
lines with rising profits, even in the 
face of higher operating costs and 
wages. Profits of the utility companies 
have not kept pace with the greater 
demands for service and higher rate 
of power production because the in- 
dustry has not been able to pass on 
to consumers this increased cost in 
the form of higher utility rates. 


Seek problems’ solution 


It is anticipated that many of the 
discussions will form the basis for a 
solution to the operating problems so 
that programs may be worked out 
whereby employment of present facili- 
ties will be more profitable. 

Government competition, with its 
threat of destruction to private invest- 
ments through duplication of facilities 
on an ever-increasing scale, has made 
it difficult for the industry to raise 
needed capital for improvements and 
additions to property. The trend of 
government dictations to replace con- 
stitutional regulations will be dis- 
cussed by Dr. Gus W. Dyer of Vander- 
bilt University. 

Representatives of electrical manu- 
facturers will also attend the conven- 


tion and take part in the program. 
N. G. Symonds, vice-president West- 
inghouse Electric & Manufacturing 
Company. will discuss the manufac- 
turers stake in the utility business. 
R. C. Muir. vice-president General 
Electric. will also address the conven- 
tion. 

The convention program will be 
found on the following page. 


’ * 
Shortage of Skilled 
™ o a 
Labor Seen in Survey 

A serious shortage of skilled labor 
is revealed by a survey recently con- 
ducted by the Warner & Swasey Com- 
pany, Cleveland, maker of machine 
tools and precision instruments. The 
survey, based on replies to a question- 
naire on the employment situation re- 
ceived from 229 concerns in a wide 
variety of important industries, em- 
ploying a total of 791,820 people, 
showed that 195 firms experienced a 
shortage of skilled labor, while 34 re- 
plied in the negative. 

Questioned as to the best method of 
training new men, 133 firms said that 
the best way was to employ them and 
teach them in their own plants; seven 
firms recommended joint training 
schools co-operatively run by indus- 
tries, and eighteen said they relied 
upon trade and vocational schools. 


Copper Demands of Electric 
Utilities Show Sharp Gain 


Demand for electric 
light and power companies in the 
United States for 1936 totaled 72,000 


tons, as compared with 55,500 tons in 


copper by 


SD 
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1935 and 36,000 tons in 1934, accord- 
ing to estimates of the American Bu- 
reau of Metal Statistics. 

The report states that the increase 
in electric plant facilities in 1936 were 
mainly under the heads of generation, 
which requires little copper, and dis- 
tribution. Few transmission lines were 
constructed in 1936, amounting to 
about 2,000 circuit miles. The statis- 
tics for 1936 show that the increase 
in the use of copper for transmission 
and distribution occurred chiefly out- 
side of the metropolitan areas, the 
bureau stated. 


Build New Rural Lines 

Wisconsin Public Service Commis- 
sion has authorized the Wisconsin 
Power & Light Company to build new 
lines in the towns of Oregon and 
Montrose. Dane County. after waiver 
of objection by the REA office. The 
new lines will not interfere with any 
co-operatives. 





REA Organizes Washington Staff 


to Aid Managers of Co-operatives 


Method will enable projects to employ skilled management and stimu. 
late wider use of electricity — Experts working in the field to be under 
direction of new department headed by Munger — Work to be speeded 


Methods long used by utility hold- 
ing companies to organize staffs of 
highly trained experts to advise and 
work of the operating 
units has been undertaken by the 
Rural Electrification Administration. 

This type of servicing organization. 
which renders engineering, rate mak- 
ing, load building, appliance mer- 
chandising, legal and other advice, 
was sharply assailed by Administra- 
tion proponents of the holding com- 
pany legislation as unnecessary and 
burdensome to the operating units. 
The utilities held that centralization 
of these experts in one staff provided 
their services at less cost to the oper- 


co-ordinate 





E.E.1. CONVENTION PROGRAM—JUNE 1-4 


First Session—Tuesday, 2:30 p. m. 


Presiding Officer, the President 
of the Institute 


Welcoming Remarks—E. J. 
monwealth Edison Company. 

“Progress Toward Electric Homes in Con- 
servative New England,’ Walter A. Forbush, 
Edison Electric Dluminating Company of 
Brockton, Mass. 

“Education and Light,’ Dr. Morris Fish- 
bein, Editor Journal of the American Medical 
Association. 

“What Women Can Do to Increase Use of 
Electric Service,’ Miss Nancy Finch, Utah 
Power & Light Company. 

“Conditioned Air—Its Opportunities and 
Problems,” Earl W. Gray, Oklahoma Gas & 
Electric Company. 


Doyle, Com 


Second Session—W ednesday, 9:30 a. m. 


Presiding Officer, J. E. Davidson, 
Vice-President 


“The Building and Operating of Utility 
Systems on an Interconnected and Coordi- 
nated Basis,’”’ Philip Sporn, American Gas 
& Electric Company. 

“The Electrical Standard of Living,” C. E. 
Wilson, General Electric Company. 

“Opportunities for Youth in the Electric 
Utility Industry,” H. P. Liversidge, Phila- 
delphia Electric Company. 

“The Manufacturer’s Stake in the Utility 
Business,” N. G. Symonds, Westinghouse 
Electric & Manufacturing Company. 

Discussion—E. T. Gushee, Detroit Edison. 


Third Session—W ednesday, 2:30 p. m. 


Presiding Officer, J. G. Holtzclaw, 
Vice-President 

“Selling,” J. F. Porter, Jr., Kansas City 
Power & Light Company. 

“The ‘Fourth Branch’ of the Government,” 
Bernard F. Weadock, Edison Electric Insti- 
tute. 

“The Cost of Servicing Appliances,” R. E. 
Fisher, Pacific Gas & Electric Company. 

“New Products from Research jn_ the 
Electrical Industry,” Dr. IL. W. Chubb, Di 
rector of Research Laboratories, Westing- 
house Electric & Manufacturing Company. 


4 (1918) 


Fourth Session—Thursday, 9:30 a. m. 


Presiding Officer, A. H. Kehoe, Vice-President 


Report of the Nominating Committee and 
Election of Trustees. 

“Safety Pays Big Dividends,’ W. E. 
Mitchell, Georgia Power Company, The Presi- 
dent’s Address—C. W. Kellogg, Engineers 
Pub‘ie Service Company. 

“Liberalism and the Electric Industry,” 
W. C. Mullendore, Southern California Edison 
Company, Ltd. 

“The Status of Rural Electrification,” 
I. E. Karn, Consumers Power Company. 


Banquet, Thursday, 7:45 p. m. 


“Constitutional Regulations Versus Gov- 
ernmental Dictations,’’ Prof. Gus W. Dyer, 
Vanderbilt University. 


Fifth Session—Friday, 9:30 a. m. 


Presiding Officer, the President 
of the Institute 


“Some Engineering Contributions to Soci- 
ety,” R. C. Muir, General Electric Company. 

“The Electric Industry Re-examined,” Dean 
John T. Madden, New York University. 

Presentation of Charles A. Coffin Award— 
Cc. W. Kellogg, Engineers Public Service 
Company. 

Announcement of Prize Awards—Frank 
W. Smith, Consolidated Edison Company of 
New York, Inc. 

Introduction and Installation of Officers. 


Committee Meetings 


Monday, May 31—Accounting Committee, 
10 a.m. 

Wednesday, June 2—Sales Committee, 
Breakfast meeting, 8 a.m. Operating Commit- 
tee. Luncheon meeting, 1 p.m. 

Thursday, June 3—Board of Trustees, 
Luncheon meeting. 12:30 p.m. Customers 
Relations, Accounting and Collections Com- 
mittee, 2:30 p.m. Plant Accounting and 
Records Committee, 2:30 p.m. 
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George D. Munger 


ating units than if employed _ indi- 
vidually. 

The REA has now organized a small 
headquarters’ staff in Washington 
which will co-operate with REA proj- 
ect managers to speed work on the 
projects and to stimulate wider use of 
electricity. John M. Carmody, REA 
Administrator, announced that the 
measures adopted, which have been 
under study for months, will enable 
rural electric co-operatives to employ 
skilled management and to stimulate 
the effective use of electricity by their 
members. 

Temporary project managers may be 
appointed and their salaries charged 
against the REA loans before projects 
actually go into operation, Mr. Car- 
mody said, thus centering the respon- 
sibility in an experienced person be- 
fore and during construction. 

REA experts working in the field 
under the direction of the Washington 
staff, headed by George D. Munger, 
new director of the utilization divi- 
sion, will aid in load building. Mr. 
Munger, former head of the local con- 
tractors’ association in Poughkeepsie, 
resigned from Central Hudson Gas & 
Electric to enter government service 
as sales manager of TVA. Later he 
was commercial manager of the Elec: 
tric Home and Farm Authority. 

Mr. Carmody pointed out that the 
new distribution of the REA staff ties 
in closely with the establishment of 
temporary and permanent managers: 
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Need to Liberalize Utility Act 
for Workability Seen by Lynch 


in the Securities Act of 1933 in order 
to render it an effective aid and not 
an obstacle to honest financing. He 
said that such amendments to the 
utility act should have regard for the 


\u- Standard Gas & Electric president views attitude of Washington broad purposes of the administration 
ler administration toward public ownership as factor to disturb industry — and give due weight as well to the 
ed 





Sees new measure enacted if present law is held unconstitutional 


Hope that the need for amend- 
ments to the Public Utility Holding 
Company Act, to make it workable 
legislation so that soundly financed 
and intelligently managed companies 
will be permitted to function and 
without destruction of legitimate in- 
vestments, was expressed by Bernard 
W. Lynch, president of Standard Gas 
& Electric Company, in the annual 
report to stockholders. 

Mr. Lynch stated that the attitude of 
the Washington administration toward 
public ownership is a factor to “dis- 
turb” the utility industry. He said 
that it is still too early to measure 
the precise effect of the utility act on 





In discussing the utility act Mr. 
Lynch told stockholders that “begin- 
ning with 1933, the eve of the present 
national recovery movement, a new 
factor arose to disturb the utility in- 
dustry. I refer to the public-owner- 
ship policy of the federal administra- 
tion. Whether right or wrong makes 
no difference in this discussion. The 
question which is important, and that 
does interest you, is exactly what the 
administration’s real objective is, what 
steps will be taken to accomplish it, 
and to what extent you as an investor 
will be affected.” He said that he 
mentioned this neither as an excuse 
nor as a criticism, “but so you may 


exigencies of the utility industry and 
to the just claims of its investors. On 
that basis, he said, the industry may 
move forward with certainty and in 
confidence. 

This was the first report Mr. Lynch 
has issued since his election as presi- 
dent on September 4, last. Net was 
$2,116,801, against $2.117.048 in 1935. 


50,000 Rural Homes 


in Texas Serviced 


Approximately 50,000 rural homes 
in Texas will have been provided with 
electrical service during the two years 
ending December 31, 1937, according 
to information received by the Dallas 


ndi- the industry as a whole. However, know why our progress has seemed Electrical Club. REA connected 9,000 
Mr. Lynch expressed the belief that to be relatively slow in the face of farm homes with electrical power dis- 

ral should the act be held constitutional growing recovery reported by certain tributing systems during 1936, it was 

ton in the Electric Bond & Share case the other industries.” stated. During that year Texas Power 

roj- terms of the law will be constructively & Light Company provided service 

the administered and the interests of se- Utilities aided recovery for 8.000 homes. 

> of curity holders will be safeguarded. Mr. Lynch stated that the utility in- In 1937 Texas Power & Light plans 

EA dustry has done much to stimulate to construct an additional 2,500 miles 

the i nue mene business recovery through the aggres- of line. Projects under the REA in 

een “In the event that the court should sive development efforts and by the Texas for which money has already 

ible hold the act unconstitutional,’ Mr. widening field of service to the public been allocated will total 2,429 miles, 

sloy Lynch stated, “a new measure would’ which the industry has opened. costing $2,584,000. Requests on file, 

late thereupon doubtless be enacted de- Hope was expressed by Mr. Lynch if granted, will add another 2,575 at 

heir signed to regulate holding companies that the administration would see the $2,770,000 and applications are ready 
within limits indicated by such opin- _ need of changes in the utility act much for filing on 2.075 more miles to cost 

y be ion.” in the manner as changes were effected $3,085,000. 
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" ties METER ENGINEERS MEET—Specialized problems involved in the measurement and recording of electricity were discussed at 

it of the recent meeting of the Association of Meter Engineers held at Manchester, N. H. In the second row, seventh from the right, is 

oak Herbert M, Johnson, chairman, and meter engineer of the New England Power Association properties. At his left is E. L. Fos- 
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burgh, Public Service Company of New Hampshire, vice-chairman 
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Plea of TVA in Suit 
of Utilities Denied 


A petition by the Tennessee Valley 
Authority asking that the Tennessee 
Electric Power Company and other 
utilities be required to file by May 27 
their answer to litigation involving 
TVA activities in eight Southern States 
was denied by the Supreme Court this 
week. 

The TVA asked the tribunal to act 
before the June 1 adjournment on a 
petition for a review of the recent 
ruling of the Sixth Circuit Court of 
Appeals, which dissolved the tem- 
porary injunction against TVA and 
remanded the suit to the lower court 
for trial. The trial was ordered before 
the Eastern Tennessee Federal District 
Court. The utilities had obtained an 
injunction restraining the TVA from 
expanding its power activities in 
“unfair and subsidized’ competition. 

The TVA filed its appeal to the 
Supreme Court on May 20. Ordinarily 
the opposing side has twenty days in 
which to submit its answer. This 
would mean that the Supreme Court 
would have adjourned before the case 
could be heard at this term. 

Solicitor General Stanley Reed made 
the motion in open court and Chief 
Justice Hughes replied that on the 
basis of the papers submitted the appli- 
cation would be denied. 

The utilities had contended, in a 
brief filed by counsel, that any cur- 
tailment of the customary time allowed 
under the rules “would be unfair.” 


Adopt Complaint Procedure 


A procedure whereby informal com- 
plaints of utility customers can be 
handled without formal hearing has 
been adopted by the Kentucky Public 
Service Commission. All informal 
complaints are taken up with the com- 
panies and where satisfactory settle- 
ment cannot be negotiated the com- 
mission will send investigators into 
the field to determine facts and sug- 
gest a basis for settlement. In the 
event of failure the proceeding is held 
to be without prejudice and a formal 
complaint can be filed and prosecuted 
before the commission. 


Wins Tax Case Appeal 


Metropolitan Edison Company has 
won four out of six points in a $340,- 


000 tax case. The Board of Tax Ap- 


6 (1920) 


peals in Washington in handing down 
its decision held that in four cases 
the company was allowed to deduct 
from its taxable income certain bond 
discounts and expenses which the gov- 
ernment had refused to allow. In two 
instances it refused to authorize simi- 
lar deductions. Because of the divided 
decision the exact amount of the defi- 
ciency, if any, against the company 
under the ruling was not set forth, but 
will be determined after a recomputa- 
tion in light of the decision. 


Niagara Falls Power 


Suit Filed by State 


Niagara Falls Power Company was 
served last week with papers in a 
suit brought in behalf of New York 
State by Attorney-General John J. 
Bennett, Jr., to prevent further diver- 
sion of water from the Niagara River 
unless the utility first applies for a 
license from the State Water Power 
and Control Commission. 

This action was brought by the state 
at the suggestion of the utility, Col. 
William Kelly, vice-president, an- 
nounced. The commission on Febru- 
ary 26 notified the utility to desist 
from diverting 15,100 cu.ft. per sec- 
ond of water unless a license was ob- 
tained and a rental agreed upon. The 
utility notified the commission that 
the Legislature had conferred grants 
upon the company for diverting the 
water. 

The grant was made in 1896 to 
Niagara Falls Hydraulic Power & 
Manufacturing Company, a predeces- 
sor company. 

The utility is now paying rental for 
the use of 4,900 cu.ft. per second and 
the state is seeking to prevent the 
daily diversion of the balance of the 
15,100 cu.ft. per second. 


Engineers Honor Henry Ford 


Henry Ford was made the recipient 
of the Holley Medal by the American 
Society of Mechanical Engineers at its 
meeting held last week in Detroit. 
The award was made in recognition of 
Mr. Ford’s “revolutionary influence 
through invention and practice on 
transportation and on mass produc- 
tion methods in manufacturing.” Alex 
Dow, president of the Detroit Edison 
Company, made the presentation at a 
dinner concluding the convention. 
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Associated Gas Area 
Shows Concerns Gain 


New industrial concerns and others 
expanding their operations created 
employment for 21,182 wage earners 
last year in communities served by the 
Associated Gas & Electric System, ac. 
cording to report of the industrial de- 
velopment division of the utility sys. 
tem. 

It was stated that this activity re- 
sulted largely from a program in 
which community organizations, local 
Associated operating units and the sys. 
tem’s industrial development depart- 
ment co-operated. 

During last year there were 278 
new industrial concerns which located 
in communities served, providing em- 
ployment for 12,270 persons. There 
were 388 existing industries which ex- 
panded their businesses, adding 8,912 
employees. 

Electric and gas requirements con- 
tracted for by both classes of indus- 
tries will add an estimated $1,129, 
271 annually to Associated revenues, 


it was said. 
& 


Lehman Signs Utility Bill 


Gov. Herbert H. Lehman of New 
York has approved the bill of Senator 
Burchill which prohibits gas and elec- 
tric companies from discontinuing 
service for non-payment of bills until 
a five-day written notice has been 
served on the consumer. 


SEC Approves Loan Plan 


The Securities and Exchange Com- 
mission has approved an intra-system 
plan of loans whereby Nepsco Appli- 
ance Finance Corporation, a mutual 
service unit for New England Public 
Service Company system, can issue 
securities to system units. The secur! 
ties are to be sold originally only to 


‘the parent company and certain of its 


subsidiaries, to supplement working 
capital and other purposes. 


Credit Line Omitted 


Through an oversight the credit line 
on the illustration showing the Deep 
water plant, which accompanied the 
article entitled “Economies of Modern 
Generation,” on page 91 of the May 
22 issue, was omitted. Credit should 
have been given to Dallin Aerial Su" 


veys, Philadelphia. Pa. 
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Illinois Utility Plans 


to Serve Rural Area 


Public Service Company of North- 
ern Illinois has recently entered into 
an agreement with the Farm Bureau 
and the officials of the Eastern IIlinois 
Power Co-operative whereby the com- 
pany has obligated itself to extend 
service to farmers in Livingston 
County (except those in territory 
served by Illinois Power & Light Cor- 
poration and Central Illinois Public 
Service Company) who will sign for 
at least $3.50 worth of electricity a 
month. 

In return for this the co-operative 
has agreed not to build into the com- 
pany’s claimed territory. Applications 
have been received from several hun- 
dred farmers, according to J. L. Stor- 
mont, farm adviser of Livingston 
County. 

This is the first agreement in Illinois 
for an area survey of an entire county 
by a utility company. To date only 
REA co-operatives have undertaken 
area developments. 


Seattle Light Awards Skagit 


Transmission Towers Contract 


Contract for furnishing and erecting 
galvanized steel transmission towers 
for Skagit line No. 2 has been awarded 
to A. S. Shulman Electric Company, 
Chicago, on a bid of $1,124,297. The 
award calls for furnishing 11,000,000 


lb. of galvanized fabricated structural 


steel and constructing 560 towers along 
a 116 mile line from Newhalem to the 
south substation in Seattle. 

Footings for the 112 towers pro- 
posed line, covering a 30-mile stretch 
from south station to the Snohomish 
county line, have been constructed by 
the WPA, City Light furnishing the 
material required and the federal gov- 
ernment paying for the labor. 


Utah Power & Light 
Spurs Heater Sales 


Utah Power & Light Company is 
promoting this month a program of 
“buy what you sell” campaign to ob- 
tain a more enthusiastic boost of elec- 
trical appliances by those engaged in 
electrical merchandising. 

Efforts in the present move are di- 
rected toward water heaters. Employ- 
ees in the industry may purchase heat- 
ers at cost, or slightly above. It is 
planned that the campaign may be 
extended to other appliances. 

According to J. F. McAllister, super- 
intendent of residential sales, at least 
10 per cent of some 1,200 dealer em- 
ployees and as many more of the 
1,700 utility employees will purchase 
water heaters during the drive. 


El Paso Electric Raises Wages 
El Paso Electric 


Company has 


granted pay advances ranging from 6 
to 10 per cent, retroactive to April 15. 
It was a general advance. 









































































FLOODLIGHTING—Tower Bridge, London, was among the historical buildings 
floodlighted during the Coronation celebration. Equipment of Siemens Electric 


Lamps & Supplies, Ltd., was used 
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‘on the applications June 1. 


SEC Sets Hearings 
for Utility Cases 


Several hearings have been placed 
on the calendar of the Securities & 
Exchange Commission on applications 
filed by various utility companies. 


A hearing has been called by SEC for 
June 9 on an application by six subsidiaries 
of the United Public Utilities Corporation 
for exemption from the necessity of making 
declarations in regard to the issuance of 
promissory notes. The subsidiaries are the 
Western Ohio Public Service Company, 
Buckeye Light & Power Company, New 
Madison Company, Bradford and Gettysburg 
Electric Light & Power Company, Eaton 
Lighting Company and the Brookville & 
Lewisburg Lighting Company. All the notes 
will mature by January 1, 1945, and the 
applicants seek exemption on the ground 
that the issues have been authorized by the 
Ohio Public Utilities Commission. 

Middle West Service Company of Chicago, 
a subsidiary service company of the Middle 
West Corporation, has filed an application 
asking for exemption from the requirements 
of Section 6 (a) of the Holding Company 
Act for filing a declaration with reference 
to the issuance of a note. The applicant 
proposes to issue to the Middle West Cor- 
poration a 4 per cent promissory note in 
the amount of $75,000 to replace a matured 
note of the same amount. Hearing set for 
June 4. 

Middle West Corporation has filed an 
application asking approval of the acquisi- 
tion of certain securities of Arkansas-Mis- 
souri Power Corporation, Blytheville, Ark., 
organized to succeed the Arkansas-Missouri 
Power Company, pursuant to a plan of re- 
organization of the latter company. Hear- 
ing June 2. 

Central Ohio Light & Power Company 
has filed an amendment with SEC postpon- 
ing the date of its proposed securities offer- 
ing to June 10. ; a 

Application by the South American Utili- 
ties Corporation for exemption from the pro- 
visions of the Public Utility Act has been 
granted by SEC. a 

Colonial Utilities, Inc., and Colonial Utili- 
ties Corporation have filed notifications of 
registration under the Holding Company 
Act. A plan of reorganization for both 
companies is being prepared under Section 
77b of the Bankruptcy Act, which may re- 
sult in the formation of a new company 
which will succeed to the business of the 
two registrants. ; 

Five subsidiaries of Peoples Light & 
Power Corporation have filed declarations 
covering the exchanges of securities in- 
volved in the reorganization under Section 
77B of Peoples Light & Power Corporation 
into Peoples Light & Power Company. The 
companies involved are Mississippi Public 
Service Company, Iowa Water Service Com- 
pany, Texas Public Service Company, West 
Coast Power Company and Kansas Public 
Service Company. SEC will hold a hearing 


Georgia REA to Build Line 
Carroll County (Ga.) REA is plan- 


ning to construct 115 miles of rural 
electric lines at a cost of $100,000. 
This work is in addition to that now 
under construction in Carroll, Haral- 


son and Heard counties. 
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Accounting Practices 
Discussed at Meeting 


Aids to accounting and statistical 
procedure through the punch card 
method and the peg board were major 
items discussed at the recent annual 
meeting of the accounting and _ busi- 
ness practice section of the Northwest 
Electric Light and Power Association 
at Boise, Idaho. R. H. Miller, Idaho 
Power, was chairman. 

Accounting methods pertaining to 
payrolls, Social Security Act, cus- 
tomer billing, depreciation, new net 
Federal Power Commission classifica- 
tion of accounts and reclassification 
of plant account were among the 
major topics. 

Among the speakers on the two-day 
program were E. E. Ullrey and 
Howard G. Harvey of Portland Gen- 
eral Electric; J. D. McPherson, Cali- 
fornia-Oregon Power; R. W. Lawlor, 
Northwestern Electric; R. H. Jones, 
Utah Power & Light; V. T. Mont- 
gomery, Idaho Power; W. L. Fitz- 
patrick, Mountain States Power, and 
K. M. Robinson, president, Idaho 


Power. 
. 


Home Electrification Shown 
in “Electrical Merchandising” 


The complete story of domestic elec- 
trification—from house wiring to air 
conditioning—is told in the May issue 
of Electrical Merchandising, McGraw- 
Hill. The large illustrated issue is 
divided into sections dealing with ap- 
pliances, home laundry, air condition- 
ing and wiring. 

The composition of the data on 
home electrification is so arranged as 
to offer suggestions to architects and 
builders as well as to public utility 
companies. This outstanding issue has 
commanded a great interest among 
dealers and retailers of electrical 
equipment. 

* 
Seventy-five Schools Offer 
Courses in Air Conditioning 


More than seventy-five universities 
and colleges throughout the country 
are now offering special courses in air 
conditioning and refrigeration to meet 
the demand for experts in the industry, 
especially as it applies to small home 
units, according to E. L. Sylvester, 
sales manager of residential air con- 
ditioning of Nash-Kelvinator Corpora- 
tion. 

Equipment installed last year was 
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valued at $52,500,000 and estimates 
indicate a 60 per cent increase to 


$85,000,000 this year, he said. 


N.E.M.A,. Issues Standards 


The National Electrical Manufac- 
turers Association has issued two new 
publications—the Household Electric 
Refrigerator Standards, publications 
No. 37-41, and Indicating Electrical 
Measuring Instruments and Instrument 
Transformer Standards, publication 
No. 37-42. Copies may be obtained 
from the association’s office in New 


York City. 


Pape, New Crane Manager 


Co-ordination of all activities of the 
Crane Company, Chicago, concerned 
with the estimating, engineering or 
sales of valves, fittings, pipe and 
fabricated piping into one unit is 
announced by P. R. Mork, vice- 
president in charge of sales. W. H. 
Pape will be manager of the new de- 
partment. 


eelings 


Edison Electric Institute—Annual meet- 
ing, Chicago, June 1-4. Bernard F. 
Weadock, managing director, 420 Lex- 
ington Avenue, New York. 


Wisconsin Municipal Utilities Associa- 
tion—Convention, Elks Club, Manitowoc, 
Wis., June 17-18. John J. Jedwabny, 
secretary, Menasha, Wis. 

Economic Conference for 
Seventh annual meeting, Stevens In- 
stitute of Technology Engineering 
Camp, Johnsonburg, N. J., June 18-26. 


Engineers— 


Canadian Electrical Association—Annual 
convention, Banff Springs Hotel, Banff, 
Alberta, June 21-24. B. C. Fairchild, 
secretary, 804 Tramways Bldg., Mon- 

treal, Quebec. 


American Institute of Electrical 
neers—Summer convention, Milwau- 
kee, Wis., June 21-25. H. H. Henline, 
national secretary, 33 West 39th St., 
New York, N. Y. 


Engi- 


National Association of Credit Men— 
Annual convention, Hotel Stevens, Chi- 
cago, Ill., June 21-25. 


Public Utilities Advertising Association— 
Annual convention, Hotel Pennsylvania, 
New York, June 22. T. H. Spain, 
chairman, Public Service Corporation, 
Newark, N. J. 


American Society for Testing Materials— 
Annual meeting, Waldorf-Astoria Hotel, 
New York, N. Y. June 28-July 2. 
R. E. Hess, assistant secretary, 260 
South Broad St., Philadelphia, Pa. 
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Consolidated Elects 
New Vice-Presidents 


Three new vice-presidents were 
elected this week at a meeting of the 
board of trustees of the Consolidated 
Edison Company of New York, Ine, 
They were A. Augustus Low, executive 
vice-president of the Brooklyn Edison 
Company; Harry R. Woodrow, who 
resigned this week as vice-president of 
the Brooklyn Edison Company. and 
David C. Johnson, president of the 
New York Steam Corporation. 

The trustees also adopted a resolu- 
tion authorizing officers of the com- 
pany to execute a certificate, pursuant 
to Section 35 of the Stock Corpora. 
tion Law, extending the purposes and 
powers of the company so as to per- 
mit it to supply steam to customers 
and exercise all powers of a district 
steam corporation. Consolidated now 
owns more than 95 per cent of the 
common stock of Steam, and recently 
offered an exchange of its preferred 
stock for the outstanding $6 and $7 
preferred stocks of the Steam Corpo- 
ration. 

* 


Honored for Saving Lives 
Seven employees of the Virginia 
Electric & Power Company at Nor- 
folk, Va., have received recognition 
for timely and persistent administra- 
tion of artificial respiration which 
saved the lives of two fellow work- 
men knocked unconscious by electric 
shock. “These awards were made by 
the Edison Electric Institute after 
long ‘and’ careful investigation,” ex 
plained R. J. Throckmorton, vice: 
president of the company, who pre 
sented them to the men. The copper 
of which the medals are made came 
from the first cable, laid in New 
York, ever to transmit electrical 


energy. 
° 


Plan to Organize Workers 
E. J. Preston, A. F. of L. organizer, 


has announced that on the basis of 4 
recent victory before the NIRB in 4 
dispute with the Appalachian Electric 
Power Company he would seek to oF 
ganize Appalachian workers throug! 
out its system in West Virginia. The 
decision was the outgrowth of a strike 
in July, 1935, at the Glen Lyn plant 
in which only a few employees 1 
sponded and which was not recognized 
by the company. 
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Energy Output Gradually Rising 
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A further rise, though a small one. 
to 2,198,646,000 kw.-hr. is indicated 
in the generation of energy by the 
electric light and power industry dur- 
ing the week ended May 22 as re- 
ported by the Edison Electric Institute. 


Weekly Output, Millions of Kw.-Hr. 
1937 1936 1935 


May 22...2,199 May 16..1,962 May 18..1,700 
May 15...2,195 May 9..1.948 May 11..1,702 
May 8...2,176 May 2..1,929 May 4..1,698 
May 1...2,194 Apr. 25..1,933 Apr. 27..1,673 
Apr. 24...2,188 Apr. 18..1,915 Apr. 20..1,702 
Apr. 17...2,173 Apr. 11..1,084- Ape. 18..1,725 


Electric Boilers Use More 


Off-Peak Power in Canada 


Electric boilers have become an 
important outlet for off-peak and sur- 
plus energy in Canada, where the out- 
put is generated almost exclusively 
from water power. This class of sale 
has been growing quite rapidly, ac- 
cording to the Census report for 1935 
on Central Electric Stations recently 
issued by the Dominion Bureau of 
Statistics. 

In 1924 it amounted to only 260,- 
89,000 kw.-hr., but it had grown more 
than tenfold to 2,902,668,000 .kw.-hr. 
in 1932, and it again more than 
deubled in the next three years to 
6,312,387,000 kw.-hr. in 1935. The 
latter was more than one fourth of the 
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The new figure virtually matches that 
for the last week in March, exceeds 
that of any of the intervening weeks 
and continues the upward trend that 
has prevailed with some fluctuations 
since early April. 

Operations were 12.1 per cent above 
1936. The margin has been gradually 
shrinking. It was 14.3 per cent a 
month ago and 18.1 per cent two 
months ago but the latter figure was 


entire energy output of the electric 
light and power industry for the year. 
. 


Electric Sales in Illinois 

Sales of electricity in Illinois to 
ultimate consumers during April, as 
reported by twelve large companies, 
totaled 583,084,346 kw.-hr., 14.9 per 
cent more than in the corresponding 
period of 1936. Commonwealth Edi- 
son Company sales for the month were 
344,893,972 kw.-hr., 12.2 per cent 
more than April, 1936. Sales outside 
of Chicago increased from 200,178,- 
700 kw.-hr. in April, 1936, to 238,- 
190,374 kw.-hr. in April, 1937, a gain 
of 19.0 per cent. The sales in April 
of this year, when compared to March, 
decreased 5.2 per cent. 
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abnormal, due to flood conditions in 
1936., Régional percentages reveal no 
pronounced changes. 


Per Cent Change from Previous Year 


Region May 22 May 15 May 





8 

New England +13.1 +14.2 +11.4 
Middle Atlantic +12.7 +11.0 + 9.6 
Central Industrial +15.1 +14.9 +15 5 
West Central. + 7.1 + 6.3 + 8.0 
Southern States +15.1 +16.2 +15 4 
Rocky Mountain. +25.1 +24 8 +23.7 
iy ee + 4.8 + 4.2 + 4.0 
United States +12.1 +12.7 +12.8 


Highway Lights for Indiana 


A mile of sodium safety lighting, 
sponsored by the Indiana Highway 
Commission and the first of its kind 
in the state, has been put into opera- 
tion at Michigan City, Indiana. The 
safety lights, developed by General 
Electric engineers, were installed by 
the Northern Indiana Public Service 


Company. 
. 


Contracts for More Power 


Armour & Company’s branch in 
West Fargo, N. D., has contracted for 
an additional 500 hp. of central sta- 
tion service from Northern States 
Power Company (Minn.) bringing the 
total horsepower load purchased from 
Northern States up to 1,000 hp. 
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A. I. Appletor , Apple- 
ton Electric Company, 
and H. T. Bussmann, 


Bussmann Manufactur- 
ing Company 


R. C. Sogge and R. G. 
Bellezza, General Electric 


W. H. Taubert, Corning Glass, and 
E. F. Whitney, Westinghouse 


N.E.M.A. at 


Members of N.E.M.A., besides attending sectiy 
ence at The Homestead, Hot Springs, Yq, 
recreation. Unlike the annual meeting | 
which are definitely working meeting 
get-together spirit and is intended y 


each other better and i 


R. E. Murphy, LT.E. Circuit Breaker Com- 
pany, and Ralph Walker, Walker Electric 
Company, Atlanta 


R. B. Creen, N.E.M.A., and E. F. 
Small, N.E.M.A.; R. H. Goodwillie 
Brown, 





iT SPRINGS 


,d committee meetings at the spring confer- 
1 16 to 22, found time for sports and other 

ie fall and the New York winter meeting, 

ye spring conference emphasizes the 
members an opportunity to know 


we mutual relationships 


Gerard Swope, General Electric, and E. T. 
Gushee, Detroit Edison 


son. American Steel & Wire; O. C. 
is Elevator; E. L. Shreeve and L. R. 
Electric 


al 


R. S. Fleshiem, Allis-Chalmers 


lee 


L. W. W. Morrow, Corning Glass; R. E. 

Uptegraff, R. E. Uptegraff Manufacturing 

Company, and T. M. Hunter, American 
Transformer Company 


H. A. Bamford, Fairbanks 
Morse; G. M. Snodgrass, 
Imperial Electric Company, 
and C. B. Stainback, West- 


inghouse 












G. B. Cornell Promoted 


to New Executive Position 


George B. Cornell has been ap- 
pointed chief electrical engineer of the 
Westchester Lighting Company and of 
the Yonkers Electric Light & Power 





He was advanced from the 
positions of assistant to vice-president 
of the Westchester company and gen- 
eral superintendent of the Yonkers 
utility. There has been no chief elec- 
trical engineer of the two companies 
for a number of years. 

Mr. Cornell was born in New York 
and was educated in private schools in 
that city and in Geneva, Switzerland. 
He entered the employ of the New 
York Edison Company and in 1910 
was appointed superintendent of the 
Yonkers company. In 1922 he was 
made general superintendent. 


Company. 


> T. C. Stmmmons has been elected 
president of the Vancouver Electrical 
(Association, Vancouver, B. C. 


> H. F. Crark, commercial field 
representative with the TVA in north- 
ern Alabama and southern Tennessee 
for more than two years, has been 
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ews 


assigned to a supervisory position with 
- REA. Mr. Clark will have charge of 
load-building undertakings on REA 
projects in several Southern states. 
WiLuiAM A. HALsey, who is now con- 
nected with TVA in Jackson, Tenn., 


Clark at Wilson 


will succeed Mr. 


Dam, Ala. 
> H. Epwin Outson of New York has 


been elected assistant treasurer of the 
Cincinnati Gas & Electric Company, 
succeeding F. B. Flahive. 


> A. R. Hamitton has been appoinied 
assistant superintendent of construc- 
tion of plants and substations of the 
Consumers Power Company, Jackson, 


Mich. 


P ALEXANDER M. MacCutcuHeon, 
president of the American Institute of 
Electrical Engineers and_vice-presi- 
dent in charge of engineering of the 
Reliance Electric & Engineering Com- 
pany, has been made an_ honorary 
member of Eta Kappa Nu. The initia- 
tion was conducted by the chapter at 
the Case School of Applied Science, 
Cleveland. 


> E. B. Severs has returned to active 
service in the organization of United 
Engineers & Constructors, Inc., Phila- 
delphia, Pa., as a member of the engi- 
neering staff in the power engineering 
division. Mr. Severs has a broad back- 
ground of experience, covering a pe- 
riod of 30 years in design, construc- 
tion, operation and report work for 
both utilities and industrial com- 
panies. His early experience was ob- 
tained with the J. G. White Engineer- 
ing Corporation and later with the 
Pennsylvania Railroad. He then be- 
came associated with the United Gas 
Improvement Company and in 1928, 
when United Engineers was formed, 
Mr. Severs continued in charge of im- 
portant work done by the engineering 
staff. He is a member of the Franklin 


Institute and the A.S.M.E. 
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ABOUT PEOPLE 


F. V. Magalhaes Assigned 
Administrative Duties 


F. V. Magalhaes, assistant to Vice- 
President R. B. Grove, Consolidated 
Edison Company, New York, has been 
appointed executive assistant to Presi- 
dent R. H. Tapscott. Mr. Magalhaes 
has had wide experience in the elec- 
tric utility field, starting in 1898 in 
the New York Edison meter depart- 
ment. He served in various depart- 
ments and was general superintendent 
of the distribution and installation de- 
partment when he resigned in 1928 to 
become vice-president of engineering 
of the Hall Electric Heating Com- 
pany. In 1932 he was engaged by 





General Electric Company to help de- 
velop new metering service and time- 
control equipment. He returned to 
New York Edison in 1935 to assist 
Mr. Grove. Mr. Magalhaes ‘is a fellow 
of the A.I.E.E. and has been active in 
committee work for that association 
and other electric societies. 


> Cuar_es E. Norris. of Watertown, 
N. Y., has been appointed general 
counsel of the Westchester Lighting 
Company, Mount Vernon, N. Y. Mr. 


Norris has been a member of the law 
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firm of Cullen, Norris & Reynolds. He 
was formerly president of the North- 
ern New York Utilities, Inc., vice- 
president and secretary of the Niagara 
Hudson Power Corporation and an 
executive of other utility companies in 
New York State. 


> CHarLes H. Exvuiott, formerly in 
charge of the Warren-Niles district of 
the Republic Steel Corporation, has 
been appointed assistant vice-presi- 
dent in charge of operations. 


> D. CoTTRELL, manager of the Mis- 
sissippi Power Company’s new indus- 
tries division, has been elected a mem- 
ber of the board of directors. Mr. 
Cottrell has been connected with the 
company since 1928. 


> WitttAM H. FELLER has been ap- 
pointed secretary of the Public Serv- 
ice Corporation of New Jersey to suc- 
ceed the late Charles M. Breder. Mr. 
Feller became associated with Public 
Service in 1905 and has been assistant 
secretary since 1917. 


> Dox McCormick has been ap- 
pointed by the Lincoln Electric Com- 
pany as are welding consultant for 
the Kansas City, Mo., office. Mr. Me- 
Cormick has had broad experience in 
the practical application of electric 
welding. 


>S. A. Smitu, Jr., formerly asso- 
ciated with the Public Service Elec- 
tric & Gas Company, Newark, N. J., 
as assistant transmission engineer, 
electric distribution department, has 
recently entered the engineering de- 
partment of the General Cable Cor- 
poration in New York. 


> Dr. Eart G. Sturpevant has been 
appointed consulting engineer of the 
electrical wire and cable department 
of United States Rubber Products, Inc. 
Dr. Sturdevant joined United States 
Rubber Products in 1929. Two years 
later he was appointed development 
manager of the electrical wire and 
cable department, where he con- 
tributed to the successful development 
of “Laytex,” the new dielectric. In 
his new consulting capacity he will 
apply his extensive technical knowl- 
edge to the perfection of the com- 
pany s wire and cable products and to 
the application of its many develop- 
ments in the rubber field to insulated 


wires and cables. 


OBITUARY 


J. Henry Roraback 


J. Henry Roraback, whose death 
was announced in the ELECTRICAL 
Wor.tp, May 22, page 126, rose from 
humble beginnings to a position of 
dominance in the electric power in- 
dustry of Connecticut, at the time of 
his death being president of the Con- 
necticut Light & Power Company. 

His actual entrance in the power 
field came with the failure of the local 





company which had been supplying 
electric light in North Canaan. Mr. 
Roraback put the company on its feet, 
refitted the plant, and North Canaan 
had electric lights again. This was at 
the turn of the century. 

In 1905 Mr. Roraback, having 
previously acquired important prop- 
erties necessary for the project, took 
his first step toward making electricity 
available elsewhere in the state. In 
that year he obtained a charter to 
utilize the power resources of the 
Rocky River and in 1909 those of the 
Housatonic River. 

In 1917, with the financial support 
of the United Gas Improvement Com- 
pany, he began to assemble the 32 
electric and gas companies which now 
form the Connecticut Light & Power 
Company system of today. Coincident 
with this, modern generating stations, 
transmission and distribution systems 
were constructed which enable the 
company two-thirds of the 
state. His genius for organization 
overcame innumerable difficulties and 
brought the company to its present 
state of development. In the passing 
of Mr. Roraback Connecticut lost a 
foremost citizen in business and po- 


litical life. As the leader of the Re- 


to serve 
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publican party for 25 years he par- 
ticipated actively in the government 
of the state and in its economic de- 
velopment. 


> GeorcE BRAMWELL BAKER, a retired 
banker identifi d for many years with 
the development of the New England 
Power Company system from its be- 
ginnings on the Connecticut River 
nearly 30 years ago, died at his home 
in Chestnut Hill, Mass., May 2. He 
was born in Warsaw, Ind., 70 years 
ago. 


> WaLteR Terry CoLouitt, former 
judge and an authority on utility legis- 
lation, died suddenly May 16 aboard 
a Pennsylvania train returning from 
Cleveland. He was 62 years old. Head 
of an Atlanta law firm, Judge Colquitt 
had spent two days with Newton D. 
Baker, with whom he was associated 
in litigation affecting the Tennessee 
Valley Authority. He was former 
president of the Atlanta Bar Associa- 
tion and the Georgia Bar Association. 


P WALTER STEVENS, associate of the 
late Thomas A. Edison and for twenty 
years vice-president of the Thomas A. 
Edison Industries, Inc., of West 
Orange, N. J., died at his home in 
Florida May 16. He was 78 years old. 
Mr. Stevens was born in Glenville, 
N. Y., and entered the employ of Mr. 
Edison in 1897 as foreign manager of 
the Thomas A. Edison Industries. He 
was the company’s chief adviser on 
foreign business. Mr. Stevens retired 


in 1927. 


> ArTHUR L. MupcE, formerly chief 
electrical engineer for the Canadian 
Government on the Welland Canal, 
died at his home in Toronto April 29. 
in his sixty-fourth year. Mr. Mudge 
was associated with Kerry & Chace, 
Ltd., consulting engineers of Toronto, 
for many years and during that con- 
nection was responsible for the de- 
sign of a number of hydro-electric 
power installations in Canada. Fol- 
lowing graduation from McGill Uni- 
versity in 1894 Mr. Mudge spent some 
years with firms manufacturing tur- 
bines and electrical machinery in 
Canada and the United States. He 
was appointed in 1925 senior elec- 
trical engineer on the staff of the 
Canadian section of the joint board cf 
engineers for the St. Lawrence proj- 
ect. He retired three 


years ago. 
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Westinghouse to Use 
$400,000 at Sharon 


Westinghouse Electric & Manufac- 
turing Company has approved plans 
for two large additions at branch 
plant at Sharon, Pa., consisting of a 
one-story building, 100 x 450 ft., to 
be used primarily for raw material 
storage and distribution, and a four- 
story office building, estimated to cost 
$110,000 and $300,000, respectively. 
Work on the one-story building will 
be placed under way at once; on the 
office building in about 60 days. 

The office building will be of mod- 
ern design, air conditioned through- 
out, with auditorium designed to ac- 
commodate about 500 persons in one 
section of the unit. Upon completion, 
the present office building will be used 
for other service, including clerical 
forces of engineering department, in- 
dustrial relations division, relief and 
employment department employees, 
and other general purpose. 

These structures are in addition to 
the new three-story extension to the 
engineering building at the Sharon 
plant, recently referred to in these 
columns. 


Patterson Foundry & Machine 
to Double Plant Facilities 


A comprehensive plan to double the 
production facilities of Patterson 
Foundry & Machine Company, East 
Liverpool, Ohio, within the next two 
years is being undertaken, according 
to Richard L. Carwood, president. 
Additions to the machine and fabri- 
cating divisions have increased the 
capacity of these two departments 
approximately 50 per cent. Construc- 
tion of a new tunnel kiln at the Porox 
division will increase production of 
lining blocks and grinding balls. 

Mr. Carwood said that the plants 
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AND MARKETS 


are now running at capacity and 
improved business conditions have 
necessitated the expansion program to 
meet production schedules. 


Quarterly Orders 
Set New Record 


Orders for electrical goods booked 
in the first quarter of 1937 rose to a 
higher value than in the like period of 
any other year on record and they 
have doubled since the end of 1935, 
according to statistics running back to 
1926 released by the Bureau of the 
Census, based on reports from 78 
manufacturers. The total is given as 
$276,190,531, against $270,483,965 in 
the first quarter of 1929. It was ex- 
ceeded only twice in any quarter, the 


20 40 60 80 
Per Cent of 1929 Total 
Orders for Electrical goods 


Annual and quarterly totals compared with 
1929 


second and third in 1929 
slightly higher. 

Bookings of $228,061,814 in the last 
quarter of 1936 were virtually up 
to the 1929 record. These values do 
not constitute a complete statement of 
the industry, but are presented to indi- 
cate the trend. 


going 
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Water Heater Market 
Drive Urged by Miles 


Dealers and salesmen were urged 
this week by Pierre L. Miles, sales 
manager of the range and water heater 
division of Nash-Kelvinator, to study 
carefully the trend in power rates su 
as to develop the electric water heater 
market. 

Stating that the saturation of this 
national market is unknown, but that 
it is unquestionably the lowest of the 
major appliance field, Mr. Miles said 
that in the Portland, Ore., district and 
in the eastern Washington State dis- 
trict utility promotion has resulted in 
20 per cent market saturation. Pro- 
motion by utilities in California's 
Imperial Valley district has meant 
14.5 per cent saturation and 12.5 per 
cent in eastern Oregon. 

It was pointed out that in Phila- 
delphia the market is only 2 per cent 
saturated, while in Boston it is esti- 
mated that less than 1,000 water 
heaters are in operation in a market 
of 317,000 families. Saturation is 
only 1.5 per cent in the Milwaukee 
field. 

Sales of water heaters in 1935 are 
estimated at 70,000, while last year 
the total was 170,000. 


Lincoln Electric to Expand 


Lincoln Electric Company has pur 
chased a 10-acre parcel in Cleveland 
to be used for expansion of plant. The 
land adjoins the company’s plant on 
Coit Road. 


General Electric Loses Appeal 


General Electric Company lost its 
appeal to the Supreme Court for 4 
review of a Circuit Court decision that 
it had infringed upon the Hibbard 
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atent for starting synchronous motors 

which is held by the Electric 
Machinery Manufacturing Company. 
General Electric contended a previous 
Maxwell patent, of which it is assignee, 
had covered the same method. 


Manufacturers Issue 
Earnings Statements 


Among the electrical manufacturing 
companies which have recently issued 
earnings statements covering the 
March quarter are the following: 


Weston Electrical Instrument Corporation 
—(including domestic subsidiary) net profit, 
$104,020, equal, under the participating pro- 
visions of the shares, to 77 cents a share on 
27,376 cumulative class A stock and 52 
cents a share on 160,583 common shares. 
This compares with a net profit of $46,299, 
or 18 cents a share, on the common stock 
after dividend requirements on the class A 
stock for the same quarter last year. 

Blaw-Knox Company—(including subsidi- 
aries), net profit, $576,820, equal to 44 cents 
a share on 1,322,395 shares. 

Copperweld Steel Company—Net income, 
$210,741, equal to 98 cents a share on 
214,241 shares of $10-par capital stock out- 
standing. Net income a year before was 
$86,050, or 40 cents a share. 

Howell Electric Motors Company—Net in- 
come, $24,236, equal to 16 cents each on 
150,000 shares. 

Continental-Diamond Fibre Company—Net 
profit, $181,188, or approximately 40 cents a 
share, compared with $45,719, or 10 cents a 
share, for same quarter of 1936. 


Award Substation Contract 


Contract has been awarded to 
Northern Construction Company and 
J. W. Stewart, Ltd., Vancouver, of 
$84,000 for construction of a new 
substation building for the B.C. Elec- 
tric Railway Company, Ltd. Total 
cost of station, including building 
and equipment, is estimated at 
$1,000,000. 


Opens New Branches 


Graybar Electric Company has 
opened new branches in Peoria, IIl., 
V. A. Elmblad, manager; Butte, Mont., 
E. J. Riley, manager, and Elmhurst, 
Long Island. 





New York Metal Prices 
May 18.1937 May 26, 1937 
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Field Reports on Business 


Estimates of the volume of electrical business likely to be recorded 
during the summer are being revised upward as indications point to a 


smaller seasonal recession than had been anticipated. Retail business 


and construction are moving ahead. 


NEW ENGLAND 


Industrial electrical equipment orders con- 
tinue to be received in good volume in this 
district; small motor sales are fairly active, 
though some representatives report a notice- 
able slackening in demand. Switch and 
control equipment sales for the current 
month, according to one manufacturer, show 
a slight falling off as compared with last 
month, though the total sales for the first 
four months are far in excess over that of 
last year. Central station supplies are 
quiet; utility orders are spotty and the 
artificial buying of the first quarter in an- 
ticipation of price rises has abated. Dis- 
tribution transformers are selling well; quo- 
tations have been asked for a group to be 
installed for service in the suburban Boston 
area. 

Are welders are selling well; shipyards 
are very busy and sales of accessories for 
arc welding by one company in this area 
are more than double the volume of last 
year to date. Air-conditioning equipment 
is moving ahead; the B. F. Sturtevant Com- 
pany, Hyde Park, Mass., recently completed 
the 7,000th air-conditioning unit for railway 
service. Orders for intercommunication, 
automatic signaling and control apparatus 
received by one prominent manufacturer 
yet to be completed are the largest in 
volume since 1931. Interest in commercial 
cooking is active and a number of projects 
are pending, according to one representa- 
tive; range and electric washers in the 
Boston Edison area are attracting attention 
and sales are progressing very favorably. 

Refrigerator sales in Vermont reported by 
one group of utilities are strong; range and 
water heater sales in this district are ad- 
vancing. 


PACIFIC COAST 


May business will apparently compare in 
over-all sales with March and April despite 
subnormal retail business and a considerable 
decrease in wholesalers’ unfilled orders. Mer- 
chandising dealers report lessening of buying 
interest since early April and poorer collec- 
tions, attributing both to a cold spring and 
uncertainty over labor conditions. However, 
balance is restored by heavy utility pur- 
chasing, particularly of power apparatus and 
copper wires, by industrial plant activity 
and especially by residential building. 

Copper wire is the most active commodity, 
especially in southern California, recent pur- 
chases having included 300,000 ft. varnished 
cambric cable, value $85,000; 135,000 Ib. 
bare copper, sizes 2 to 8 inclusive, value 
$27,027, and trench cable for street-lighting 
extensions in many cities. 

Santa Rosa reports a 41 electrolier, $14,- 
000 job, and San Francisco several smaller 
installations as part of Golden Gate Bridge, 
opened May 28. Poles and wires are being 
removed from 10 miles of San Francisco 
streets as part of a $3,500,000 PWA project. 
Government structures planned include bar- 
racks and mess hall costing approximately 
$800,000 for San Diego Naval air station, a 
$1,000,000 immigration building for San 
Francisco, $850,000 post office for Fresno, 
veterans’ administration buildings at Rose- 
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burg and Livermore. Heavy machinery 
awards and inquiries include a $70,000 Kel- 
man oil circuit breaker award by Los An- 
geles, inquiries for Boulder Dam trans- 
formers, circuit breakers and disconnecting 
switches and a $10,330 transformer award 
by Los Angeles. 


CHICAGO 

Following a lag of approximately two 
weeks, business revived somewhat and made 
moderate gains last week. Both retailers 
and wholesalers reported improvements. 
Early inquiries indicated a heavy demand 
by resort owners for appliances, special in- 
terest being shown in electric cookers. The 
progress being made on electric range sales 
is encouraging. Air-conditioning installa- 
tions increased 35 per cent for the four 
months of this year over the same period of 
1936. 

The Commonwealth Edison Company’s 
profit for April more than doubled that of 
the same month last year and the earnings 
of the Public Service Company of Northern 
Illinois were up 27 per cent. Utility pur- 
chases are steady, although the volume is 
less than it was earlier in the year. 

Despite a noticeable slowing down in in- 
dustrial activity, orders for electrical equip- 
ment have not slumped greatly. Several 
important orders were placed last week 
which included transformers, oil circuit 
breakers and large motors. Electric tools 
are moving in good volume and sales of 
metering devices are reported 50 per cent 
higher than last year. A large amount of 
street construction is in progress, resulting 
in sizable orders for cable and street-lighting 
equipment. 


NEW YORK 


Fundamental factors which underlie every 
sustained recovery are becoming more ap- 
parent. Uncertainty regarding the future 
course of Congress and pressure of the 
Administration on it, as well as the dis- 
turbances caused by the C.L.Q. strikes, have 
done much to increase pessimism among in- 
dustrial leaders. However, with residential 
building in this as well as other sections 
showing a sharp upturn, some confidence in 
the future is returning. Residential con- 
tracts for the first four months in this 
area more than doubled the like 1936 
months. All contracts for the January- 
April period showed a rise of 73 per cent 
over the 1936 period. 

Electrical appliance wholesalers report 
record orders with new peaks in refrigera- 
tors, ranges and air-conditioning equipment. 
Other electrical appliances are still in great 
demand, indicating a good volume of pro- 
duction during the summer. 

Demand for wire is still great. This is 
being reflected in the tendency of cop- 
per prices to stiffen. Prospects are that 
higher prices will be seen in the future. 
Enactment of the new 40-hour wage bill 
recommended by President Roosevelt will 
be another factor making for higher prices 
in all lines. 
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Utility stocks recovered during the week to move slightly upward. “Electrical 


World” index, 32.8; previous week, 32.2; 


New Offerings Total 
$346,980,694 in 1937 


Opinion prevails in investment 
banking circles that a_ substantial 
amount of the new financing now 
overhanging the market will be re- 
leased in the near future. This is 
seen notwithstanding the current lull 
in offerings of new corporate bonds. 

Electric light and power companies 
have several sizable issues now on file 
with the SEC. Not a single offering 
of this type of security was floated 
during the month of May. In April 
only two issues, totaling $5,500,000. 
were offered. For the five-month pe- 
riod new electric light and power is- 
sues amounted to $346,980,694, com- 
pared with $541,067.828 for the 
similar period of 1936. 


Dividends Declared 


The following electric light and 
power companies have recently voted 


dividends: 


Engineers Public Service Company, against 
arrears dividends of $1.25 on the $5 con- 
vertible preferred stock, $1.371%4 on the $5.50 
preferred and $1.50 on the $6 preferred. 

Wisconsin Public Service Corporation, 
dividends of $1.75 a share on the 7 per cent 
preferred stock, $1.6214 a share on the 
614 per cent preferred stock and $1.50 a 
share on the 6 per cent preferred stock, 
applicable to accumulation. 

Southern Colorado Power Company, quar- 
terly dividend of $1 a share on the 7 per 
cent cumulative preferred stock, applicable 
to accumulations. 

Louisville Gas & Electric Company, re- 
sumption of dividends on common shares 
omitted in March due to uncertainties be- 






16 (1930) 





1937 high, 41.5. Index a year ago, 35.0 


cause of flood losses. The regular quarterly 
rate of 3744 cents a share was declared 
payable June 25 to holders of record May 
28. The distribution, which is on the “A” 
and “B” shares of the Delaware company, 
holding company for the Louisville oper- 
ating unit, represents a distribution of more 


than $300,000. 


Phelps Dodge Votes 


New Debenture Issue 
Stockholders of the Phelps Dodge 


Corporation have approved the issu- 
ance of $20,285,000 debentures, the 
funds from which will be used for de- 
velopment and improvement. They 
are expected to receive by June 8 
rights to subscribe to $4 in debentures 
for each share of stock held. 

L. S. Cates, president of the com- 
pany, told the stockholders that earn- 
ings of the corporation for the first 
half of 1937, “conservatively speak- 
ing, would exceed $2 a share, “on a 
cash basis,” or before depreciation. 

Speaking of the buying of copper 
by public utility companies, Mr. Cates 
said that utilities consumed 72,000 
tons in 1936 and that buying this year 
had not been normal. He stated it was 
felt there was a need for about $1,- 
000,000,000 of utility plant expansion. 


& 
Square D Exchange Accepted 


Holders of class A preferred stock 
of the Square D Company have indi- 
cated an almost unanimous acceptance 
of the share-for-share exchange of 
their stock into class B common stock, 
Henry S. Morgan, secretary and trea- 
surer, has announced. All but 855 of 
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123,226 shares accepted the plan. 
When the exchange is completed the 
present common stock will be ex. 
changed into $l-par common stock, 
leaving the company with a single 
stock capitalization of 350,076 com- 
mon shares, including 6,212 held in 
the treasury. 

© 


New Preferred Issue 


by Allis-Chalmers 


Allis-Chalmers Manufacturing Com- 
pany will call a special meeting of 
stockholders, probably early in June, 
to vote on issuance of about $16,100,- 
000 of new convertible preferred stock 
of $100 par value to carry a maximum 
dividend rate of 414 per cent per an- 
num. The financing will be to in- 
crease working capital and manufac- 
turing facilities. 

Holders of common stock will re- 
ceive rights to subscribe for one ad- 
ditional preferred share for each eleven 
common shares held at par and ac- 
crued dividend. The preferred stock 
will be convertible into common on a 
basis of three preferred shares for 
four common. 

° 


Standard Gas Plan Favored 


Protective committees for holders 
of notes and debentures and of $7 
and $6 prior preference stocks of the 
Standard Gas & Electric Company have 
joined in recommending the revised 
plan of reorganization to holders of 
the securities that they represent and 
in declaring the plan fair and feasible. 


Emerson to Issue Stock 


Emerson Electric Manufacturing 
Company has filed with SEC a regis- 
tration statement covering 75.000 
shares of $4 par value common stock 
to be offered to stockholders through 
warrants at $10 a share. 





Annual Reports (Utilities) 





Net Income 
36 1935 


New Jersey Power & 

BORE ie vicacos ans $1,078,465 $751,084 
*Plorida Power & Light 1,455,629 871,682 
*W — Water 

ROWER. 654 600 cede 2,555,487 2,354,859 
*Dallas “Power & Light 1,473,850 1/366,061 


*Idaho Power........ 1,140,792 1, "070,010 
*Utah Power & Light 
ee err 1,358,509 — 603,845 


*Houston Ltg. & Power 2/392/228 2,331,871 
*Pa. Power & Light.. 7,913,593 8 344, 641 





*Preliminary. 
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Rutostat—In redesigning a rheostat for 
the Clark Controller Company, Cleveland, 
Designers for Industry, Inc., also of Cleve- 
land, tried to eliminate the customary square 
box-like shape. In addition, the designer 
introduced a scheme on the face of the 
theostat that allows the operator to keep a 
record of his previous dial readings. Read- 
ings can be marked on the graduations on 
the blank track encircling the knob. Oper- 
ator inserts his pencil through the slotted 
pointer to get the exact location. 


Couep-Cou, Lamp—Secret of the in- 
creased light output and efficiency of the 
new lamp recently announced by both West- 
inghouse Lamp Company, Bloomfield, N. J.. 
and General Electric’s incandescent lamp 
department at Nela Park, Cleveland, is its 
coiled-coil filament. Twenty inches of tung- 
sten filament are wound into a coil 3.4 in. 
long, with 335 turns to the inch. This coil 
in turn is wound into a coil, 5g in. long, with 
(0 turns to the inch. In this way the light 


source is concentrated and a brighter light 
secured, 


Automatic GrippLe—The new Edison 
Hotpoint “Heat Manager” griddle announced 
by the Heavy Duty Division of the Edison 
General Electric Appliance Company, Chi- 
cago, is said to cut operating costs by auto- 
matically proportioning the electricity used 
to the actual orders grilled. Accurate tem- 
perature control is provided by a degree- 
marked dial which may be adjusted to the 
temperature required for each food. It is 


tated at 3 kw. Cast-in Calrod heating units 
are used. 


_ SMALL Motor Repairtnc—Two of the 
7 motor repair aids manufactured by 
- E. S. Swam & Company, Hanover, Pa., 
are pictured in use. The motor armature 


Rheostat Redesigned 


rests in the “V” of the “Armotester,” a 
stand to which are attached and insulated 
therefrom two electrodes. These electrodes 
are constructed to contact and lock commu- 
tator segments of a horizontal or vertical 
commutator. Resting on the armature is the 
“Magnotester.” With current flowing from 
the dry cell to the armature, the “Magno- 
tester” is held in the position shown and the 
armature rotated. Change in deflection of 
the dial as each coil passes under the stem 


of the device indicates shorted, open or re- 
versed coil. 


A.C. Contactor—A new size 00 ac. 
multipole magnetic contactor has been de- 
veloped by General Electric Company, Sche- 
nectady, N. Y., for controlling small single- 
phase and polyphase motors or for use as a 
flexible relaying device for comprehensive 
control systems such as are used on machine 
tools. Outstanding among the claimed ad- 
vantages are compactness and ease of in- 
stallation. The device can also be furnished 
as a magnetic switch for general purpose 
applications where atmospheric conditions 
are normal. Used in either fashion, it has 
a maximum rating of 10 amp. at 600 volts. 


Circuir ANALYzER—An unusually com- 
plete array of a.c. and d.c. voltage ranges 
is claimed by the Clough-Brengle Company, 
Chicago, for its new Model 95 “Super-Uni- 
meter,” in addition to direct-reading capacity 
scales to cover values from 0.00025 to 16 
mfd., and resistance ranges from 44 ohm to 
20 megohms. Voltage and current ranges of 
the analyzer: 0-5-50-500-1,000 volts d.c., 
0-50-500 ma., d.c.; 0-8-40-160-400-800 volts 
a.c. It operates from a_ built-in power 
supply. 


ComMMeErcIAL LuminairE—A light efficiency 
of over 85 per cent is claimed for the 
Magnalux luminaire offered by the Westing- 
house Electric & Manufacturing Company, 
East Pittsburgh, Pa. Recent improvements, 
designed to improve the appearance and 
make installation easier, include a one-piece 
swivel and hickey, an improved husk assem- 
bly to provide proper light cut-off and per- 
mit shortening in the field to exact mount- 
ing heights. 


Heat-Resistinc Lacguers—A new line of 
clear and pigmented air-drying lacquers has 
been developed by Maas & Waldstein Com- 
pany, Newark, particularly for finishing elec- 
trical equipment and other products nor- 
mally subjected to raised temperatures. 
These new finishes, known as “Durheat” 
lacquers, are said to retain their flexibility, 
color and adhesion indefinitely at temper- 
atures up to 300 deg. F. Suggested appli- 
cations include direct and indirect lighting 
fixtures, radiant heaters, electric ranges and 


ovens. 
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Appliance Sales Increased 
By Mississippi Dealers 


Electrical dealers in the West 
Mississippi territory served by Mis- 
sissippi Power & Light Company have 
increased their electric appliance sales 
over $1,000,000 in two years, accord- 
ing to records of the utility. Dealers 
have pushed their sales to more than 
85 per cent of the total. 

The utility has a cooperative dealer 
“Swing ’em to Happiness” campaign 
under way with a series of cooking 
schools and home _ modernization 
shows being held in the leading cities. 

In a reconnect campaign through 
March 20, the company restored 1,611 
meters to its line, 161 per cent over 


quota. 
. 


Install Electric Kitchens 


Complete General Electric kitchens 
will be installed in 25 new homes to 
be constructed in the Potter Estates, 
Cleveland Heights, by the Metropoli- 
tan Homes, Inc. The order for the 
all-electric kitchens has been placed 
with the new building department of 
General Electric Supply Corporation. 
The kitchens will include electric re- 
frigerator, range, dishwasher-sink and 
electric “Disposall.” 


Offer Rinse-tub Set 


Excessive trade-in allowance de- 
mands on old electric washing ma- 
chines have been met by Kelvinator’s 
laundry equipment division with the 
offer of a de luxe rinse-tub set to 
prospective purchasers. Labeled as 
strictly a sales promotion item, the 
rinse-tub set is handled on a_non- 
profit basis, it was said. 


Publishes Recipe Book 


A new receipe and instruction book, 
“Electric Cookery by Hotpoint,” by 
Mrs. Mary Lowell Schwin, head of 
the home economics department, has 
been published by the Edison General 
Electric Appliance Company of Chi- 
cago. 

o 


Electric Range Campaign 


Electric range dealers of Bluefield 
and Princeton, W. Va., are cooperat- 
ing in a two months intensive sales 
campaign with the Appalachian Elec- 
tric Power Company. 
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OPPORTUNITIES 


LaraMiE, Wyo.—Western Public Service 
Company, Scottsbluff, Neb., is considering 
expansion and improvements in steam-elec- 
tric generating plant at Laramie, including 
installation of new 1,500-kw. generating unit 
and auxiliary equipment. 


RicHmMonp, Va.—Philip Morris & Com- 
pany, Ltd., Richmond, plans installation of 
motors and controls, regulators, conveyors 
and other equipment in new four-story to- 
bacco factory at South Richmond, totaling 
close to 150,000 sq. ft. of floor space. Cost 


about $700,000. Executive offices of com- 
pany are at 119 Fifth Avenue, New York, 
MY: 


CLEVELAND, On1o—Municipal Light and 
Power Department, City Hall, is considering 
new steam-electric municipal generating 
station in connection with Nottingham water 
filtration plant project, St. Clair Avenue, 
N.E., and Chardon Road, on which work 
is now being placed under way, with ulti- 
mate cost to approximate $15,000,000. Pro- 
posed power plant will be equipped for 
initial capacity of 50,000 kw., and will 
supplement existing municipal station on 
East 53d Street. 


MissouLa, Mont.—Missoula County Elec- 
trification Association, Missoula, J. H. Siedle, 
secretary-treasurer, receives bids until June 
5 for primary and secondary lines for rural 
electrification system in parts of Missoula 
and Ravali Counties, totaling about 73 miles. 
Plans and specifications at office of J. M. 
Garrison, engineer, State Water Conserva- 
tion Board, Capital Building, Helena, Mont., 
in charge of project. 


Rocuester, N.Y.—General Motors Corpo- 
ration, General Motors Building, Detroit, 
Mich., plans installation of motors and con- 
trols, regulators, electric hoists, conveyors 
and other equipment in new plant at Roch- 
ester for production of automobile parts. 
Site of 65 acres of land is being acquired. 
Project is scheduled for completion early in 
1938 and will represent total investment over 
$1,000,000. 


DENVER, CoL_o.—Bureau of Reclamation, 
Denver, receives bids until June 7 for two 
vertical shaft, 115,000-hp., 150/180-r.p.m., hy- 
draulic turbines and for two turbines and 
two governors with pumping equipment for 
regulating speed of 115,000-hp. units, for in- 
stallation in Boulder Canyon Project, Ari- 
zona-California-Nevada. Equipment will be 
installed by Government. (Specifications 
734). Also, until June 14 for two 82,500- 
kva., 150/180-r.p.m., vertical a.c. generator 
units, same project (Specifications 732). 


Mission, Tex.—Hidalgo County Rural 
Electrification Co-operative, Inc., Mission, 
care of William G. Morrison, Professional 
Building, Waco, Tex., consulting engineer, 
recently organized, has surveys and plans 
under way for primary and secondary lines 
for rural electrification in Rio Grande Val- 
ley district, totaling about 800 miles. with 
outdoor power substations and service fa- 
cilities. Fund of about $900,000 is being 
arranged through federal aid. Engineer 
noted is in charge. 
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Hastines. Nes.—Central Nebraska Power 
& Irrigation District, R. O. Canady, secre. 
tary, Third Street and St. Joseph Avenue, 
receives bids until June 5 for power sub- 
station near Hastings, with transformers, 
switchgear and other equipment, including 
about 12 miles of transmission lines. Cost 
estimated close to $500,000. George E. John- 


son is chief engineer and general manager. 


NASHVILLE, TENN.—Tennessee Electric 
Power Company, Chattanooga, Tenn., has 
approved plans for extensions and improve- 
ments in power substations on Fourteenth 
Avenue South and Wedgewood Avenue, 
Nashville, respectively. Cost estimated close 
to $85,000, with equipment. 


Lockport, N. Y.—Harrison Radiator Cor- 
poration, Walnut Street, plans installation 
of motors and controls, conveyors, regulators, 
electric hoists and other equipment in new 
local plant, near city limits, where tract 
of about 65 acres of land has been secured, 
to be used for production of car heaters, 
thermostats and other heating apparatus. 
Cost in excess of $600,000. Work will 
begin soon. Company is a unit of General 
Motors Corporation, Detroit, Mich. 


St. James, Minn.—South Central Elec- 
tric Association, St. James, P. J. E. Peter- 
son, secretary, will make call for bids early 
in June for primary and secondary lines 
for rural electrification system in parts of 
Brown, Cottonwood, Blue Earth, Jackson 
and other counties, totaling about 210 miles, 
with outdoor power substations and service 
facilities. Fund of $210,000 has been se- 
cured through federal aid. Negotiations 
are under way for power supply from lines 
of Northern States Power Company and 
main power substation will be built for 
step-down service. Organization has made 
application for additional federal funds 
totaling $790,000 for other line construction 
and system installation. Banister Engineer- 
ing Company, 556 North Prior Avenue, St. 
Paul, Minn., is consulting engineer. 


Wisconsin Rapiws, Wis.—Consolidated 
Water Power & Paper Company plans in- 
stallation of motors and controls, conveyors, 
electric hoists, regulators and other equip- 
ment in connection with extensions and im- 
provements in pulp and paper mill at Wis- 
consin Rapids. Large increased capacity 
will be arranged. Cost close to $1,500,000. 


Wetcome, Mp.—Southern Maryland Tri- 
County Co-operative Association, Welcome, 
Wendell M. Reed, president, will take bids 
soon for primary and secondary lines for 
rural electrification system in parts of Prince 
Georges, St. Mary and Charles Counties, 
totaling about 160 miles, with power sub- 
stations and service facilities. Fund of 
$165,000 is being arranged through federal 
aid. Col. P. M. Anderson, Investment 
Building. Washington, D. C., is engineer. 


Franpreau, S.- D.—Has plans maturing 
for new municipal electric power plant, for 
which bond issue of $169,000 recently was 
approved and federal grant of $70,000 ar 
ranged, and will proceed with project a 
early date. 





